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al). 1993;70:351-5 
Contrast media 
Radiopacity of posterior composite resins, composite resin lut- 
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clicking in young adults (Au and Klineberg). 1993;70:33-9 
Craniomandibular function and dysfunction 
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(Tips) 
Curriculum 
Recent graduates’ and current dental students’ evaluation of 
their prosthodontic curriculum (Haug et al). 1993;70:361-71 
Cuspid 
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lutions (Takahashi et al). 1993;70:261-3 
Preliminary report of an experimental design for in vivo testing 
of bonded restorations applied to a new enamel-dentinal 
bonding agent (Ferrari et al). 1993;70:465-7 
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Denture, overlay—cont’d 
Maxillary bone resorption in patients with mandibular implant- 
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Denture, partial 
Effect of heat-curing cycle and gypsum contamination on the 
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Denture, precision attachment 
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ment alone and in combination in treating pain and depres- 
sion in patients with temporomandibular disorders (Turk et 
al). 1993;70:158-64 
Disinfection 
Effects of disinfecting irreversible hydrocolloid impressions on 
the resultant gypsum casts. Part II: dimensional changes (Tan 
et al). 1993;70:532-7 
Practical denture disinfection (Brace and Plummer). 1993; 
70:538-40 
Three-dimensional investigation of the accuracy of impression 
materials after disinfection (Kern et al). 1993;70:449-56 


E 


Edentulous mouth; see Mouth, edentulous 
Education 
Research and education. 1993;70:44-96, 165-71, 261-73, 351-71, 
449-73, 532-7 
Elastomer; see Silicone elastomers 
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Enamel 
Preliminary report of an experimental design for in vivo testing 
of bonded restorations applied to a new enamel-dentinal 
bonding agent (Ferrari et al). 1993;70:465-7 
A shear stress analysis of the bonding of porcelain veneers to 
enamel (Stacey). 1993;70:395-402 
Endosseous implantation; see Implantation, endosseous 
Equipment 
Noise level of dental handpieces and laboratory engines (Bah- 
annan et al). 1993;70:356-60 
Esthetics 
Esthetic inserts for implant prostheses (Saunders and Oliver). 
1993;70:511-2 
Esthetic recontouring after surgical and orthodontic treatment 
of an impacted and developmentally impaired permanent in- 
cisor: a case report (Avivi-Arber et al). 1993;70:201-3 
Ethylenes 
Flexural strength of provisional restorative materials (Osman 
and Owen). 1993;70:94-6 
Eugenol 
Potassium nitrate-zinc oxide eugenol temporary cement for 
provisional crowns to diminish postpreparation tooth pain 
(Hodosh et al). 1993;70:493-5 
Exercise therapy 
Isokinetic exercise management of temporomandibular joint 
clicking in young adults (Au and Klineberg). 1993;70:33-9 
Extraction; see Tooth extraction 
Eye abnormalities 
Treatment of lagophthalmos of the eye with a custom prosthe- 
sis (Grisius and Hof). 1993;70:333-5 


F 
Facial paralysis 
Treatment of lagophthalmos of the eye with a custom prosthe- 
sis (Grisius and Hof). 1993;70:333-5 
Facial prosthesis; see Maxillofacial prosthesis 
Ferric compounds 
Inhibition of polymerization of polyvinyl! siloxanes by medica- 
ments used on gingival retraction cords (de Camargo et al). 
1993;70:114-7 
Fixed prosthodontics 
Fixed prosthodontics. 1993;70:6-16, 114-25, 207-44, 291-323, 
383-405 
Flaps; see Surgical flaps 
Fractures 
Flexural strength of provisional restorative materials (Osman 
and Owen). 1993;70:94-6 


G 


Gastrointestinal diseases 
Nutrient intake and gastrointestinal disorders related to masti- 
catory performance in the edentulous elderly (Brodeur et al). 
1993;70:468-73 
Gingiva 
Inhibition of polymerization of polyvinyl siloxanes by medica- 
ments used on gingival retraction cords (de Camargo et al). 
1993;70:114-7 
Glass ionomer cements 
Effect of acid etching on the flexural strength of a feldspathic 
porcelain and a castable glass ceramic (Yen et al). 1993; 
70:224-33 
Radiopacity of posterior composite resins, composite resin lut- 
ing cements, and glass ionomer lining cements (Akerboom et 
al). 1993;70:351-5 
Gold 
Identification of occlusal interferences on gold castings (Lam- 
bert). 1993;70:274 (Tips) 
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Gold—cont’d 
Passive adaptation of the prosthesis-implant interface by sol- 
dering gold cylinders to the framework casting (McCartney 
and Doud). 1993;70:17-20 
Porcelain adherence to high-palladium alloys (Papazoglou et 
al). 1993;70:386-94 
Gypsum; see Calcium sulfate 


H 


Hardness tests 
Accuracy, detail reproduction, and hardness of gypsum casts 
produced from silicone impressions treated with glow dis- 
charge (Fernandes and Vassilakos). 1993;70:457-64 
The effect of unfilled resin dilution on composite resin hardness 
and abrasion resistance (Pagniano and Johnston). 1993; 
70:214-8 
Head and neck neoplasms 
The effect of surgical intervention for head and neck cancer on 
whole salivary flow: a pilot study (Marunick et al). 1993; 
70:154-7 
Hearing loss, noise-induced 
Noise level of dental handpieces and laboratory engines (Bah- 
annan et al). 1993;70:356-60 
Hemostasis 
Review of the pH of hemostatic agents used in tissue displace- 
ment (Woody et al). 1993;70:191-2 (Tips) 
Hydrocolloids 
Effects of disinfecting irreversible hydrocolloid impressions on 
the resultant gypsum casts. Part IT: dimensional changes (Tan 
et al). 1993;70:532-7 
Technique for controlling the thickness of a facial prosthesis 
when an acrylic resin core is used (Lemon et al). 1993;70:447-8 
Three-dimensional investigation of the accuracy of impression 
materials after disinfection (Kern et al). 1993;70:449-56 
Hydrogen-ion concentration 
Review of the pH of hemostatic agents used in tissue displace- 
ment (Woody et al). 1993;70:191-2 (Tips) 


Impacted tooth; see Tooth, impacted 
Implantation, endosseous 
Assessment of oral implant mobility (Chavez et al). 1993;70:421-6 
Combined percutaneous-permucosal titanium implants for re- 
tention of a maxillary prosthesis: a clinical report (Arcuri et 
al). 1993;70:288-90 
Mucosal considerations for osseointegrated implants (Artzi et 
al). 1993;70:427-32 
New implant surgical guide (O’Neilly and McGlumphy). 
1993;70:506-10 
Osseointegrated implants in microvascular fibula free flap 
reconstructed mandibles (Huryn et al). 1993;70:443-6 
Implantation, endosseous, endodontic 
Clinical success of cast metal posts and cores (Morgano and Mi- 
lot). 1993;70:11-6 
Intracoronal incisal splint (Baar et al). 1993;70:491-2 
Implants 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1993;70:44-85 
Assessment of oral implant mobility (Chavez et al). 1993;70:421-6 
Cast titanium implants for localized ridge defects: a clinical re- 
port (Belles and Block). 1993;70:1-3 
Combined percutaneous-permucosal titanium implants for re- 
tention of a maxillary prosthesis: a clinical report (Arcuri et 
al). 1993;70:288-90 
Dental implants. 1993;70:26-32, 135-57, 329-35, 421-48 
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Implants—cont’d 

Direct assembly of implant suprastructures (Mazurat and 
Love). 1993;70:172-5 

Esthetic and functional considerations for implant restoration 
of the partially edentulous patient (Reikie). 1993;70:433-7 

Esthetic inserts for implant prostheses (Saunders and Oliver). 
1993;70:511-2 

A fixed-detachable implant-supported prosthesis retained with 
precision attachments (Morgano et al). 1993;70:438-42 

Line-of-vision surgical guide to implant placement in the ante- 
rior mandible (McCartney). 1993;70:551-2 (Tips) 

Maxillary bone resorption in patients with mandibular implant- 
supported overdentures or fixed prostheses (Jacobs et al). 
1993;70:135-40 

Microbial colonization of dental implants in partially edentu- 
lous subjects (Koka et al). 1993;70:141-4 

Natural tooth intrusion and reversal in implant-assisted pros- 
thesis: evidence of and a hypothesis for the occurrence (Sheets 
and Earthman). 1993;70:513-20 

New implant surgical guide (O’Neilly and McGlumphy). 
1993;70:506-10 

Passive adaptation of the prosthesis-implant interface by sol- 
dering gold cylinders to the framework casting (McCartney 
and Doud). 1993;70:17-20 

Preventing bacterial colonization associated with two types of 
implant abutments (McCarthy and Guckes). 1993;70:479 
(Tips) 

A speech-aid prosthesis for anterior maxillary implant-sup- 
ported prostheses (Saunders and Oliver). 1993;70:546-7 

Transmandibular implant system for the atrophic mandible: a 
case report of its use in the partially dentate mandible (Sid- 
diqui et al). 1993;70:4-5 

Impression materials 

Accuracy, detail reproduction, and hardness of gypsum casts 
produced from silicone impressions treated with glow dis- 
charge (Fernandes and Vassilakos). 1993;70:457-64 

Effect of plasma treatment on the wettability of elastomeric im- 
pression materials (Vassilakos et al). 1993;70:165-71 

Technique for controlling the thickness of a facial prosthesis 
when an acrylic resin core is used (Lemon et al). 1993;70:447-8 

Three-dimensional investigation of the accuracy of impression 
materials after disinfection (Kern et al). 1993;70:449-56 

Incisor 

An approach to replacement of maxillary first premolar and lat- 
eral incisors in selected cases (McIntyre). 1993;70:193-4 (Tips) 

Esthetic recontouring after surgical and orthodontic treatment 
of an impacted and developmentally impaired permanent in- 
cisor: a case report (Avivi-Arber et al). 1993;70:201-3 

Intracoronal incisal splint (Baar et al). 1993;70:491-2 

The relationship of the incisive papilla to the maxillary central 
incisors and canine teeth in Southern Chinese (Lau and 
Clark). 1993;70:86-93 

Infection control 

Effects of disinfecting irreversible hydrocolloid impressions on 
the resultant gypsum casts. Part II: dimensional changes (Tan 
et al). 1993;70:532-7 

Practical denture disinfection (Brace and Plummer). 1993; 
70:538-40 

Insurance 
Maxillofacial prosthetics: vital signs (Wiens et al). 1993;70: 
145-53 
Intracoronal attachment; see Denture, precision attach- 
ment 
Investments 

The expansion of phosphate bonded investments: part I—set- 

ting expansion (Hutton and Marshall). 1993;70:121-5 
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J 
Jaw, edentulous 
Effect of bone mineral density in skeleton and mandible on ex- 
traction of teeth and clinical alveolar height (Klemetti and 
Vainio). 1993;70:21-5 
Stimulated parotid gland flow rates in healthy, elderly dentu- 
lous and edentulous individuals (Streckfus et al). 1993; 


70:496-9 
Jaw relation record 
Jaw relation record evaluation with block teeth (Sykora). 
1993;70:195 (Tips) 
Temporomandibular joint axiography and MRI findings: a 
comparative study (Parlett et al). 1993;70:521-31 


L 
Lasers 
Mechanical properties of laser welds of titanium in dentistry by 
pulsed Nd:YAG laser apparatus (Yamagishi et al). 1993; 
70:264-73 
Latex rubber; see Rubber 
Leakage 
Preliminary report of an experimental design for in vivo testing 
of bonded restorations applied to a new enamel-dentinal 
bonding agent (Ferrari et al). 1993;70:465-7 
Letters 
Letters. 1993;70:99-101, 196, 279 
Light 
How to improve light curing output (Walker). 1993;70:553 
(Tips) 
Literature 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1993;70:44-85 


M 
Magnetic resonance imaging 
Temporomandibular joint axiography and MRI findings: a 
comparative study (Parlett et al). 1993;70:521-31 
Mandible 
Effect of bone mineral density in skeleton and mandible on ex- 
traction of teeth and clinical alveolar height (Klemetti and 
Vainio). 1993;70:21-5 
Investigation of the effects of a variable lateral guidance incline 
on the pantronic registration of mandibular border move- 
ment: part II (Gross and Nemcovsky). 1993;70:336-44 
Line-of-vision surgical guide to implant placement in the ante- 
rior mandible (McCartney). 1993;70:551-2 (Tips) 
Mandibular condyle 
Investigation of the effects of a variable lateral guidance incline 
on the pantronic registration of mandibular border move- 
ment: part II (Gross and Nemcovsky). 1993;70:336-44 
Mandibular diseases 
Transmandibular implant system for the atrophic mandible: a 
case report of its use in the partially dentate mandible (Sid- 
diqui et al). 1993;70:4-5 
Mandibular prosthesis 
Osseointegrated implants in microvascular fibula free flap 
reconstructed mandibles (Huryn et al). 1993;70:443-6 
Mastication 
Mucosal considerations for osseointegrated implants (Artzi et 
al). 1993;70:427-32 
Nutrient intake and gastrointestinal disorders related to masti- 
catory performance in the edentulous elderly (Brodeur et al). 
1993;70:468-73 
Maxilla 
An approach to replacement of maxillary first premolar and lat- 
eral incisors in selected cases (McIntyre). 1993;70:193-4 (Tips) 
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Maxilla—cont’d 
Effect of bone mineral density in skeleton and mandible on ex- 
traction of teeth and clinical alveolar height (Klemetti and 
Vainio). 1993;70:21-5 
Maxillary bone resorption in patients with mandibular implant- 
supported overdentures or fixed prostheses (Jacobs et al). 
1993;70:135-40 
The relationship of the incisive papilla to the maxillary central 
incisors and canine teeth in Southern Chinese (Lau and 
Clark). 1993;70:86-93 
Maxillary sinus 
Odontogenic myxoma of the maxillary sinus: a clinical report 
(Arcuri et al). 1993;70:111-3 
Maxillofacial prosthesis 
Adaptation to removable prosthesis: a clinical report (Siddiqui 
and Toljanic). 1993;70:283-4 
Combined percutaneous-permucosal titanium implants for re- 
tention of a maxillary prosthesis: a clinical report (Arcuri et 
al). 1993;70:288-90 
Maxillary distal-extension removable partial denture abut- 
ments with reduced periodontal support (Berg and Caputo). 
1993;70:245-50 
Maxillofacial prosthetics: vital signs (Wiens et al). 1993; 
70:145-53 
Retention designs for bone-anchored facial prostheses (Gary 
and Donavan). 1993;70:329-32 
Technique for controlling the thickness of a facial prosthesis 
when an acrylic resin core is used (Lemon et al). 1993;70:447-8 
Maxillofacial prosthetics 
Maxillofacial prosthetics. 1993;70:26-32, 135-57, 329-35, 421-48, 
506-20 
Mercury 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1993;70:44-85 
Metal ceramic alloys 
Bond strength of composite resin to porcelain with newer gen- 
eration porcelain repair systems (Appeldoorn et al). 1993; 
70:6-11 
Methacrylates 
A comparison of bond strengths among chairside hard reline 
materials (Arena et al). 1993;70:126-31 
A comparison of the bond strengths of microwave- and water 
bath-cured denture material (Geerts and Jooste). 1993; 
70:406-9 
Flexural strength of provisional restorative materials (Osman 
and Owen). 1993;70:94-6 
Quantification of deposits formed in the oral cavity on various 
materials after a 1-year period (Zanghellini et al). 1993;70: 
414-20 
The shear strength of polymethyl methacrylate bonded to tita- 
nium partial denture framework material (May et al). 
1993;70:410-3 
Mobility 
Assessment of oral implant mobility (Chavez et al). 1993;70:421-6 
Mouth, edentulous 
Conversion of a fixed partial denture to an interim removable 
partial denture: a clinical report (Lonsbrough). 1993;70:383-5 
Effect of bone mineral density in skeleton and mandible on ex- 
traction of teeth and clinical alveolar height (Klemetti and 
Vainio). 1993;70:21-5 
Esthetic and functional considerations for implant restoration 
of the partially edentulous patient (Reikie). 1993;70:433-7 
Maxillary bone resorption in patients with mandibular implant- 
supported overdentures or fixed prostheses (Jacobs et al). 
1993;70:135-40 
Microbial colonization of dental implants in partially edentu- 
lous subjects (Koka et al). 1993;70:141-4 
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Mouth, edentulous—cont’d 
Nutrient intake and gastrointestinal disorders related to masti- 
catory performance in the edentulous elderly (Brodeur et al). 
1993;70:468-73 
Stimulated parotid gland flow rates in healthy, elderly dentu- 
lous and edentulous individuals (Streckfus et al). 1993; 
70:496-9 
Transmandibular implant system for the atrophic mandible: a 
case report of its use in the partially dentate mandible (Sid- 
diqui et al). 1993;70:4-5 
Mouth mucosa 
Mucosal considerations for osseointegrated implants (Artzi et 
al). 1993;70:427-32 
Mucosa; see Mouth mucosa 
Muscle relaxation 
Comparison of muscle activity between conventional and neu- 
romuscular splints (Carlson et al). 1993;70:39-43 
Myofascial pain syndromes 
Comparison of muscle activity between conventional and neu- 
romuscular splints (Carlson et al). 1993;70:39-43 
Myxoma 
Odontogenic myxoma of the maxillary sinus: a clinical report 
(Arcuri et al). 1993;70:111-3 


N 


Nickel 
Response of known nickel-sensitive patient to a removable par- 
tial denture with a titanium alloy framework: a clinical report 
(Latta et al). 1993;70:109-10 
Nitrates 
Potassium nitrate-zinc oxide eugenol temporary cement for 
provisional crowns to diminish postpreparation tooth pain 


(Hodosh et al). 1993;70:493-5 
Noise 
Noise level of dental handpieces and laboratory engines (Bah- 
annan et al). 1993;70:356-60 
Nutrition 
Nutrient intake and gastrointestinal disorders related to masti- 
catory performance in the edentulous elderly (Brodeur et al). 
1993;70:468-73 


Occlusal force; see Bite force 
Occlusal splints 
A simplified method to record centric relation when making oc- 
clusal splints for dentulous patients (Penchas and Mohamed). 
1993;70:378-9 (Tips) 
Occlusion 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1993;70:44-85 
Effect of an adhesive primer on the integrity of occlusal veneer- 
metal interface and wear of composite resin veneered restora- 
tions (Matsumura and Leinfelder). 1993;70:296-9 
Esthetic and functional considerations for implant restoration 
of the partially edentulous patient (Reikie). 1993;70:433-7 
Evaluation of three occlusal examination methods used to 
record tooth contacts in lateral excursive movements (Takai 
et al). 1993;70:500-5 
Identification of occlusal interferences on gold castings (Lam- 
bert). 1993;70:274 (Tips) 
Jaw relation record evaluation with block teeth (Sykora). 
1993;70:195 (Tips) 
Prevalence of temporomandibular disorders in relation to some 
occlusal parameters among nonpatients (Al-Hadi). 1993; 
70:345-50 


DECEMBER 1993 


THE JOURNAL OF PROSTHETIC DENTISTRY 


Odontogenic tumors 
Odontogenic myxoma of the maxillary sinus: a clinical report 
(Arcuri et al). 1993;70:111-3 
Orthodontic appliances 
Comparison of muscle activity between conventional and neu- 
romuscular splints (Carlson et al). 1993;70:39-43 
Effects of intraoral appliance and biofeedback/stress manage- 
ment alone and in combination in treating pain and depres- 
sion in patients with temporomandibular disorders (Turk et 
al). 1993;70:158-64 
Orthodontics, corrective 
Definitive diagnostic waxing with light-cured composite resin 
(Tarantola and Becker). 1993;70:315-9 
Orthopantomography; see Radiography, panoramic 
Osseointegrated implants; see Implantation, endosseous 
Osseointegration 
Esthetic and functional considerations for implant restoration 
of the partially edentulous patient (Reikie). 1993;70:433-7 
Overdenture; see Denture, overlay 


P 
Pain 
Effects of intraoral appliance and biofeedback/stress manage- 
ment alone and in combination in treating pain and depres- 
sion in patients with temporomandibular disorders (Turk et 
al). 1993;70:158-64 
Potassium nitrate-zinc oxide eugenol temporary cement for 
provisional crowns to diminish postpreparation tooth pain 
(Hodosh et al). 1993;70:493-5 
Palladium 
Porcelain adherence to high-palladium alloys (Papazoglou et 
al). 1993;70:386-94 
Papilla 
The relationship of the incisive papilla to the maxillary central 
incisors and canine teeth in Southern Chinese (Lau and 
Clark). 1993;70:86-93 
Parotid gland 
Stimulated parotid gland flow rates in healthy, elderly dentu- 
lous and edentulous individuals (Streckfus et al). 1993; 
70:496-9 
Periodontal splints 
Maxillary distal-extension removable partial denture abut- 
ments with reduced periodontal support (Berg and Caputo). 
1993;70:245-50 
Periodontics 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1993;70:44-85 
Maxillary distal-extension removable partial denture abut- 
ments with reduced periodontal support (Berg and Caputo). 
1993;70:245-50 
pH; see Hydrogen-ion concentration 
Phonetics 
A speech-aid prosthesis for anterior maxillary implant-sup- 
ported prostheses (Saunders and Oliver). 1993;70:546-7 
Phosphates 
The expansion of phosphate bonded investments: part I—set- 
ting expansion (Hutton and Marshall). 1993;70:121-5 
Phosphoric acids 
A pilot study of exposure of the smear layer to tannic acid so- 
lutions (Takahashi et al). 1993;70:261-3 
Pins 
Transmolar pin and magnetic carrier for midfacial reconstruc- 
tion: a clinical report (LaVelle et al). 1993;70:204-6 
Plaque 
Microbial colonization of dental implants in partially edentu- 
lous subjects (Koka et al). 1993;70:141-4 
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Plasma treatment 
Effect of plasma treatment on the wettability of elastomeric im- 
pression materials (Vassilakos et al). 1993;70:165-71 
Polymers 
Inhibition of polymerization of polyvinyl siloxanes by medica- 
ments used on gingival retraction cords (de Camargo et al). 
1993;70:114-7 
Polyvinyls 
Inhibition of polymerization of polyvinyl siloxanes by medica- 
ments used on gingival retraction cords (de Camargo et al). 
1993;70:114-7 
Porcelain 
Bond strength of composite resin to porcelain with newer gen- 
eration porcelain repair systems (Appeldoorn et al). 
1993;70:6-11 
Effect of acid etching on the flexural strength of a feldspathic 
porcelain and a castable glass ceramic (Yen et al). 
1993;70:224-33 
Effects of surface treatment and bonding agents on bond 
strength of composite resin to porcelain (Suliman et al). 
1993;70:118-20 
A multidie technique for the fabrication of porcelain laminate 
veneers (Sheets and Taniguchi). 1993;70:291-5 
Placement of retraction cord during porcelain laminate (veneer) 
restorative procedures (McIntyre). 1993;70:97 (Tips) 
Porcelain adherence to high-palladium alloys (Papazoglou et 
al). 1993;70:386-94 
A shear stress analysis of the bonding of porcelain veneers to 
enamel (Stacey). 1993;70:395-402 
A simple method for permanent identification of porcelain ve- 
neered crowns and fixed partial dentures (Ferrari). 1993;70:480 
(Tips) 
Porosity 
A simple method for inspection of porosity in titanium castings 
(Wang and Boyle). 1993;70:275-5 (Tips) 
Post and core technique 
Clinical success of cast metal posts and cores (Morgano and Mi- 
lot). 1993;70:11-6 
Comparison of the retentive properties of two hollow-tube post 
systems to those of a solid post design (Cohen et al). 
1993;70:234-8 
Potassium 
Potassium nitrate-zinc oxide eugenol temporary cement for 
provisional crowns to diminish postpreparation tooth pain 
(Hodosh et al). 1993;70:493-5 
Premolar; see Bicuspid 
Preventive dentistry 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1993;70:44-85 
Program evaluation 
Recent graduates’ and current dental students’ evaluation of 
their prosthodontic curriculum (Haug et ai). 1993;70:361-71 
Prosthesis; see also Denture entries 
Cast metal bars used for laboratory processing of bar-supported 
prostheses (Saunders and Oliver). 1993;70:541-2 
Esthetic inserts for implant prostheses (Saunders and Oliver). 
1993;70:511-2 
Natural tooth intrusion and reversal in implant-assisted pros- 
thesis: evidence of and a hypothesis for the occurrence (Sheets 
and Earthman). 1993;70:513-20 
A speech-aid prosthesis for anterior maxillary implant-sup- 
ported prostheses (Saunders and Oliver). 1993;70:546-7 
Prosthodontics 
American Board of Prosthodontics (Culpepper). 1993;70:554-66 
Maxillofacial prosthetics: vital signs (Wiens et al). 1993; 
70:145-53 
Prosthodontic treatment activities in the Canadian Forces 
Dental Services (Harle). 1993;70:324-8 
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Pulp 
Annual review of selected derffal literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1993;70:44-85 


R 
Radiography, panoramic 
Maxillary bone resorption in patients with mandibular implant- 
supported overdentures or fixed prostheses (Jacobs et al). 
1993;70:135-40 
Radiopaque media; see Contrast media 
Reader’s round table 
Letters. 1993;70:99-101, 196, 279 
Removable prosthodontics 
Removable prosthodontics. 1993;70:17-25, 126-34, 245-60, 324-8, 
406-20, 496-505 
Research and education 
Research and education. 1993;70:44-96, 165-71, 261-73, 351-71, 
449-73, 532-7 
Resins; see also Acrylic resins; Composite resins 
An alternate light-cured transfer coping material (Payne). 
1993;70:372-3 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1993;70:44-85 
A comparison of bond strengths among chairside hard reline 
materials (Arena et al). 1993;70:126-31 
A comparison of the bond strengths of microwave- and water 
bath-cured denture material (Geerts and Jooste). 1993; 
70:406-9 
Comparison of the retentive properties of two hollow-tube post 
systems to those of a solid post design (Cohen et al). 
1993;70:234-8 
Direct assembly of implant suprastructures (Mazurat and 
Love). 1993;70:172-5 
Effect of surface design on retention of dowels cemented with a 
resin (Standlee and Caputo). 1993;70:403-5 
The effect of unfilled resin dilution on composite resin hardness 
and abrasion resistance (Pagniano and Johnston). 1993; 
70:214-8 
Flexural strength of provisidnal restorative materials (Osman 
and Owen). 1993;70:94-6 
Increase of in vitro curing depth of class II composite resin res- 
torations (Ericson and Dérand). 1993;70:219-23 
Localized three-body wear of six types of composite resin 
veneering materials (Matsumura and Leinfelder). 1993; 
70:207-13 
The shear strength of polymethyl methacrylate bonded to tita- 
nium partial denture framework material (May et al). 
1993;70:410-3 
Use of a visible light curing resin material for the fabrication of 
an intranasal stent (Campbell et al). 1993;70:483-5 (Tips) 
Restoration, permanent 
Esthetic and functional considerations for implant restoration 
of the partially edentulous patient (Reikie). 1993;70:433-7 
Increase of in vitro curing depth of class II composite resin res- 
torations (Ericson and Dérand). 1993;70:219-23 
Integrating fixed and removable provisional restorations (Cur- 
tis). 1993;70:374-7 
Restoration, temporary 
Integrating fixed and removable provisional restorations (Cur- 
tis). 1993;70:374-7 
Retention 
A clinical evaluation of conical crown retained dentures (Molin 
et al). 1993;70:251-6 
Clinical factors affecting adhesive fixed partial dentures: a 
6-year study (Rammelsberg et al). 1993;70:300-7 
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Retention—cont’d 
Combined percutaneous-permucosal titanium implants for re- 
tention of a maxillary prosthesis: a clinical report (Arcuri et 
al). 1993;70:288-90 
Comparison of the retentive properties of two hollow-tube post 
systems to those of a solid post design (Cohen et al). 
1993;70:234-8 
A comparison of various removable partial denture clasp mate- 
rials and fabrication procedure for placing clasps on canine 
and premolar teeth (VandenBrink et al). 1993;70:180-8 
Effect of surface design on retention of dowels cemented with a 
resin (Standlee and Caputo). 1993;70:403-5 
Retention designs for bone-anchored facial prostheses (Gary 
and Donavan). 1993;70:329-32 
The shear strength of polymethyl methacrylate bonded to tita- 
nium partial denture framework material (May et al). 
1993;70:410-3 
Rubber 
Inhibition of polymerization of polyvinyl siloxanes by medica- 
ments used on gingival retraction cords (de Camargo et al). 
1993;70:114-7 
Rubber dams 
A modified rubber dam clamp (Hadavi and Hey). 1993;70:486-7 
(Tips) 


Ss 
Salivary glands 
The effect of surgical intervention for head and neck cancer on 
whole salivary flow: a pilot study (Marunick et al). 1993; 
70:154-7 
Silicone elastomers 
Effect of plasma treatment on the wettability of elastomeric im- 
pression materials (Vassilakos et al). 1993;70:165-71 
Some physical properties of an improved facial elastomer: a 
comparative study (Polyzois and Andreopoulos). 1993; 
70:26-32 
Silicones 
Accuracy, detail reproduction, and hardness of gypsum casts 
produced from silicone impressions treated with glow dis- 
charge (Fernandes and Vassilakos). 1993;70:457-64 
The shear strength of polymethyl methacrylate bonded to tita- 
nium partial denture framework material (May et al). 
1993;70:410-3 
Technique for controlling the thickness of a facial prosthesis 
when an acrylic resin core is used (Lemon et al). 1993;70:447-8 
Smear layer 
A pilot study of exposure of the smear layer to tannic acid so- 
lutions (Takahashi et al). 1993;70:261-3 
Splints 
Comparison of muscle activity between conventional and neu- 
romuscular splints (Carlson et al). 1993;70:39-43 
Intracoronal incisal splint (Baar et al). 1993;70:491-2 
Maxillary distal-extension removable partial denture abut- 
ments with reduced periodontal support (Berg and Caputo). 
1993;70:245-50 
A simplified method to record centric relation when making oc- 
clusal splints for dentulous patients (Penchas and Mohamed). 
1993;70:378-9 (Tips) 
Stents 
Use of a visible light curing resin material for the fabrication of 
an intranasal stent (Campbell et al). 1993;70:483-5 (Tips) 
Stress 
Effects of intraoral appliance and biofeedback/stress manage- 
ment alone and in combination in treating pain and depres- 
sion in patients with temporomandibular disorders (Turk et 
al). 1993;70:158-64 
Stress analysis 
A shear stress analysis of the bonding of porcelain veneers to 
enamel (Stacey). 1993;70:395-402 
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Surgical flaps 
Transmolar pin and magnetic carrier for midfacial reconstruc- 
tion: a clinical report (LaVelle et al). 1993;70:204-6 


T 
Tannic acid 
A pilot study of exposure of the smear layer to tannic acid so- 
lutions (Takahashi et al). 1993;70:261-3 
Technology 
Dental technology. 1993;70:172-90, 372-7, 474-8, 538-49 
Templates 
Economical template fabrication for provisional fixed partial 
dentures (Chang and Connelly). 1993;70:194-5 (Tips) 
Temporomandibular joint syndrome 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy 
of Restorative Dentistry (Jendresen et al). 1993;70:44-85 
Comparison of muscle activity between conventional and neu- 
romuscular splints (Carlson et al). 1993;70:39-43 
Effects of intraoral appliance and biofeedback/stress manage- 
ment alone and in combination in treating pain and depres- 
sion in patients with temporomandibular disorders (Turk et 
al). 1993;70:158-64 
Isokinetic exercise management of temporomandibular joint 
clicking in young adults (Au and Klineberg). 1993;70:33-9 
Prevalence of temporomandibular disorders in relation to some 
occlusal parameters among nonpatients (Al-Hadi). 1993; 
70:345-50 
Temporomandibular joint axiography and MRI findings: a 
comparative study (Parlett et al). 1993;70:521-31 
Tensile strength 
Some physical properties of an improved facial elastomer: a 
comparative study (Polyzois and Andreopoulos). 1993; 
70:26-32 
Tips from readers 
Tips from our readers. 1993;70:97, 191-5, 378-9, 479-87, 550-3 
Titanium 
Cast titanium implants for localized ridge defects: a clinical re- 
port (Belles and Block). 1993;70:1-3 
Combined percutaneous-permucosal titanium implants for re- 
tention of a maxillary prosthesis: a clinical report (Arcuri et 
al). 1993;70:288-90 
Mechanical properties of laser welds of titanium in dentistry by 
pulsed Nd:YAG laser apparatus (Yamagishi et al). 1993; 
70:264-73 
Response of known nickel-sensitive patient to a removable par- 
tial denture with a titanium alloy framework: a clinical report 
(Latta et al). 1993;70:109-10 
The shear strength of polymethyl methacrylate bonded to tita- 
nium partial denture framework material (May et al). 
1993;70:410-3 
A simple method for inspection of porosity in titanium castings 
(Wang and Boyle). 1993;70:275-5 (Tips) 
Tooth, impacted 
Esthetic recontouring after surgical and orthodontic treatment 
of an impacted and developmentally impaired permanent in- 
cisor: a case report (Avivi-Arber et al). 1993;70:201-3 
Tooth abrasion 
The effect of unfilled resin dilution on composite resin hardness 
and abrasion resistance (Pagniano and Johnston). 1993; 
70:214-8 
Tooth extraction 
Effect of bone mineral density in skeleton and mandible on ex- 
traction of teeth and clinical alveolar height (Klemetti and 
Vainio). 1993;70:21-5 
Tooth resorption 
Maxillary bone resorption in patients with mandibular implant- 
supported overdentures or fixed prostheses (Jacobs et al). 
1993;70:135-40 
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Trauma; see Wounds and injuries 


V 


Veneers 

Effect of an adhesive primer on the integrity of occlusal veneer- 
metal interface and wear of composite resin veneered restora- 
tions (Matsumura and Leinfelder). 1993;70:296-9 

Localized three-body wear of six types of composite resin 
veneering materials (Matsumura and Leinfelder). 1993; 
70:207-13 

A multidie technique for the fabrication of porcelain laminate 
veneers (Sheets and Taniguchi). 1993;70:291-5 

Placement of retraction cord during porcelain laminate (veneer) 
restorative procedures (McIntyre). 1993;70:97 (Tips) 

A shear stress analysis of the bonding of porcelain veneers to 
enamel (Stacey). 1993;70:395-402 

A simple method for permanent identification of porcelain ve- 
neered crowns and fixed partial dentures (Ferrari). 1993;70:480 
(Tips) 


Ww 


Waxes 
Definitive diagnostic waxing with light-cured composite resin 
(Tarantola and Becker). 1993;70:315-9 
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Welding 
Mechanical properties of laser welds of titanium in dentistry by 
pulsed Nd:YAG laser apparatus (Yamagishi et al). 1993; 
70:264-73 
Wettability 
Effect of plasma treatment on the wettability of elastomeric im- 
pression materials (Vassilakos et al). 1993;70:165-71 
Wounds and injuries 
Esthetic recontouring after surgical and orthodontic treatment 
of an impacted and developmentally impaired permanent in- 
cisor: a case report (Avivi-Arber et al). 1993;70:201-3 


x 


Xerostomia 
The effect of surgical intervention for head and neck cancer on 
whole salivary flow: a pilot study (Marunick et al). 1993; 

70:154-7 


Z 


Zine oxide-eugenol cement 
Potassium nitrate—-zinc oxide eugenol temporary cement for 
provisional crowns to diminish postpreparation tooth pain 
(Hodosh et al). 1993;70:493-5 
Zine phosphate cement 
Comparison of the retentive properties of two hollow-tube post 
systems to those of a solid post design (Cohen et al). 1993; 
70:234-8 
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